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DEPARTMENT  OF  TRANSPORTATION 
Coast  Guard 
(CGD  80-39] 

Equipment,  Construction,  and 
Materials 

agency:  Coast  Guard,  DOT. 
action:  Approval  Notice. 

1.  Certain  laws  and  regulations  (46 
CFR  Chapter  1)  require  that  various 
items  of  lifesaving,  firefighting  and 
miscellaneous  equipment,  construction, 
and  materials  used  on  board  vessels 
subject  to  Coast  Guard  inspection,  on 
certain  motorboats  and  other 
recreational  vessels,  and  on  the  artifical 
islands  and  fixed  structures  on  the  outer 
Continental  Shelf  be  of  the  types 
approved  by  the  Commandant,  U.S. 

Coast  Guard.  The  purpose  of  this 
document  is  to  notify  all  interested 
persons  that  certain  approvals  have 
been  granted  as  herein  described  during 
the  period  from  7  May  1979  to  11  April 
1980  (List  No.  1-80).  These  actions  were 
taken  in  accordance  with  the  procedures 
set  forth  in  46  CFR  2.75-1  to  2.75-50. 

2.  The  statutory  authority  for 
equipment,  construction,  and  material 
approvals  is  generally  set  forth  in 
sections  367,  375,  390b,  416,  481,  489, 

526p,  and  1333  of  Title  46,  United  States 
Code,  section  1333  of  Title  43,  United 
States  Code,  and  section  198  of  Title  50, 
United  States  Code.  The  Secretary  of 
Transportation  has  delegated  authority 
to  the  Commandant,  U.S.  Coast  Guard 
with  respect  to  these  approvals  (49  CFR 
1.46(b)).  The  specifications  prescribed 
by  the  Commandant,  U.S.  Coast  Guard 
for  certain  types  of  equipment, 
construction,  and  materials  are  set  forth 
in  46  CFR  Parts  160  to  164. 

3.  The  approvals  listed  in  this 
document  shall  be  in  effect  for  a  period 
of  5  years  from  the  date  of  issuance, 
unless  sooner  cancelled  or  suspended 
by  proper  authority. 

Buoyant  Apparatus 

Approval  No.  160.010/70/0, 
48"X48"X9"  buoyant  apparatus,  12 
person  capacity,  box  type,  polyethylene 
foam  covering,  manufactured  by  Cal- 
June,  Inc.,  Jim-Buoy  Marine  Division, 

F.O.  Box  9551,  N.  Hollywood,  CA  91609, 
effective  12  December  1979.  (It  is  an 
extension  of  Approval  No.  160.010/70/0 
dated  20  January  1975.) 

Approval  No.  160.010/73/0, 
51"X37"X9"  buoyant  apparatus,  10 
person  capacity,  rectangular  type,  Model 
B  series,  polystyrene  core,  vinyl  foam  or 
polyethylene  foam  covering, 
manufactured  by  Cal-June,  Inc.,  Jim- 


Buoy  Marine  Division,  P.O.  Box  9551,  N. 
Hollywood,  CA  91609,  effective  12 
December  1979.  (It  is  an  extension  of 
Approval  No.  160.010/73/0  dated  20 
January  1975.) 

Gas  Mask 

Approval  No.  160.011/16/0,  “P/N 
601112-80”  all  purpose  gas  mask,  Bureau 
of  Mines  Approval  No.  BM-1136, 
consisting  of  BM-1436  canister,  BM-1435 
timer,  BM-1435  canister  harness,  and 
BM-1418  facepiece  with  BM-1418  head 
harness  or  BM-1418A  facepiece  with 
BM-1418A  head  harness,  manufactured 
by  Scott  Aviation,  Division  of  ATO,  Inc., 
225  Erie  Street,  Lancaster,  NY  14080, 
effective  13  July  1979.  (It  supersedes 
Approval  No.  160.011/16/0  dated  17 
October  1977  to  show  change  in  name  of 
manufacturer.) 

Approval  No.  160.011/38/0,  M-S-A 
Ammonia  Mask,  Part  No.  84869  having 
the  Oval  Ammonia  Canister  and  the 
Clearvue  Facepiece  Assembly,  or  Part 
No.  86199  having  the  All- Vision 
Facepiece  Assembly,  or  Part  No.  86200 
having  the  All-Vision  Speaking 
Diaphragm  Assembly  which  may  be 
used  in  conjunction  with  M-S-A 
Maskfone;  Bureau  of  Mines  Approval 
No.  BM-14F-58,  manufactured  by  Mine 
Safety  Appliances  Co.,  201  North 
Braddock  Avenue,  Pittsburgh,  PA  15208, 
effective  4  February  1980.  (It  is  an 
extension  of  Approval  No.  160.011/38/0 
dated  7  April  1970.) 

Self-Contained  Breathing  Apparatus 

Approval  No.  160.011/49/0,  Bio  Pak  45 
minute  self-contained  oxygen  breathing 
apparatus,  manufactured  by  BioMarine 
Industries,  Inc.,  303  West  Lancaster 
Avenue,  Devon,  PA  19333,  effective  25 
July  1979.  (It  is  an  extension  of  Approval 
No.  160.011/49/0  dated  11  June  1974.) 

Hatchet  (Lifeboat  and  Life  Raft) 

Approval  No.  160.013/5/0,  Hatchet 
steel  handle,  Estwing  Model  E-3-24A, 
Type  1,  Class  1,  Design  E,  Style  2, 
manufactured  by  Revere  Supply  Co., 

,  Inc.,  603-607  West  29th  Street,  New 
York,  NY  10001,  effective  11  April  1980. 
(It  is  an  extension  of  Approval  No. 
160.013/5/0  dated  11  April  1975.) 

Approval  No.  160.013/6/0,  Hatchet 
steel  handle,  Vaughn  Model  A 1 1/4, 
Type  1,  Class  1,  Design  E,  Style  2, 
manufactured  by  Revere  Supply 
Company,  Inc.,  603-607  West  29th 
Street,  New  York,  NY  10001,  effective  11 
April  1980.  (It  is  an  extension  of 
Approval  No.  160.013/6/0  dated  11  April 
1975.) 

Lifeboat  Winch 

Approval  No.  160.015/109/0,  Type  33- 
M  lifeboat  winch;  approval  limited  to 


mechanical  components  only,  and  for  a 
maximum  working  load  of  6,600  lbs.  pull 
at  the  drums  (3,300  lbs.  per  fall), 
manufactured  by  Marine  Safety 
Equipment  Corp.,  Foot  of  Wycoff  Road, 
Farmingdale,  NJ  07727,  effective  4 
February  1980.  (It  supersedes  Approval 
No.  160.015/109/0  dated  9  January  1975 
to  provide  for  drawing  consolidation.) 

Approval  No.  160.015/127/0,  Model 
W1400  survival  capsule  launching 
winch;  approval  limited  to  mechanical 
components  only  and  for  a  maximum 
working  load  of  8,000  lbs.  on  a  single¬ 
part  fall,  manufactured  by  Whittaker 
Corp.,  5159  Baltimore  Drive,  La  Mesa, 

CA  92041,  effective  15  January  1980. 

Approval  No.  160.015/128/0,  Type 
USW/5.52  lifeboat  winch;  approval 
limited  to  mechanical  components  only 
and  for  a  maximum  working  load  of  12, 
635  lbs.  pull  at  the  drums  (6,813  per  fall), 
manufactured  by  Watercraft  America, 
Inc.,  P.O.  Box  130,  Edgewater,  FL  32780, 
effective  20  March  1980. 

Ladder,  Embarkation-Debarkation 

Approval  No.  160.017/40/1,  Model  12 
PL-S,  Type  II  embarkation-debarkation 
ladder,  chain  suspension,  (8-0  lock  link 
chain),  steel  ears,  approval  limited  to 
ladders  100  feet  or  less  in  length, 
manufactured  by  H.K.  Metalcraft 
Manufacturing  Corp.,  35  Industrial  Road, 
P.O.  Box  275,  Lodi,  NJ  07644,  effective  7 
January  1980.  (It  supersedes  Approval 
No.  160.017/40/0  to  show  approval  for 
longer  ladder.) 

Approval  No.  160.017/53/0,  Type  I 
embarkation-debarkation  ladder, 
dacron-jacketed  polyethylene  rope 
suspension,  one  piece  reaction  injection 
molded  (RIM)  polyurethane  steps. 
COMAR  Mark/l  Pilot  Ladder, 
experimental  design,  approval  is  limited 
to  construction  of  three  ladders,  not 
more  than  50'  long,  manufactured  by 
Coast  Marine  and  Industrial  Supply, 

Inc.,  398  Jefferson  St.,  San  Francisco,  CA 
94133,  effective  26  March  1980. 

Hand  Red  Flare  Distress  Signal 

Approval  No.  160.021/16/0,  Bristol 
marine  and  hand  red  flare  distress 
signal,  500  candlepower,  2  minute  buring 
time,  manufactured  by  Standard 
■Railway  Fusee  Corp.,  P.O.  Box  178, 
Boonton,  NJ  07005,  effective  18  March 
1980.  (It  is  an  extension  of  Approval  No. 
160.021/16/0  dated  18  March  1975.) 

Container  for  Emergency  Provisions 

Approval  No.  160.026/40/2,  Container 
for  emergency  provisions,  manufactured 
by  F  &  L  Packing  Corp.,  681  Main  Street, 
Belleville,  NJ  07109,  effective  15 
November  1979.  (It  supersedes  Approval 
No.  160.026/40/1  dated  14  September 
1979  to  show  revision  of  contents.) 
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Life  Float 

Approval  No.  160.027/60/3,  5.0' X  2.67' 
(7V2"xlO"  body  section)  peripheral- 
body  type  life  float,  fibrous  glass 
reinforced  plastic  (FRP)  shell  with 
unicellular  polyurethane  core,  6  person 
capacity,  manufactured  by  Atlantic- 
Pacific  Mfg.  Corp.,  124  Atlantic  Avenue, 
Brooklyn,  NY  11201,  effective  13  July 
1979.  (It  supersedes  Approval  No. 
160.027/60/2  dated  3  August  1977  to 
show  change  in  construction.) 

Approval  No.  160.027/75/0, 

50 V2"  X  36 V2  X  8V2"  life  float,  8  person 
capacity,  rectangular  type,  Model  A 
Series,  polystyrene  core,  vinyl  foam  or 
polyethylene  foam  covering, 
manufactured  by  Cal-June,  Inc.,  Jim- 
Buoy  Marine  Division,  P.O.  Box  9551, 
North  Hollywood,  CA  91609,  effective  12 
December  1979.  (It  is  an  extension  of 
Approval  No.  160.027/75/0  dated  20 
January  1975.) 

Approval  No.  160.027/79/0, 
501/2"X361/2"X8"  life  float,  6  person 
capacity,  rectangular  type,  Model  A 
Series,  polystyrene  core,  vinyl  foam  or 
polyethylene  foam  covering, 
manufactured  by  Cal-June,  Inc.,  Jim- 
Buoy  Marine  Division,  P.O.  Box  9551, 
North  Hollywood,  CA  91609,  effective  12 
December  1979.  (It  is  an  extension  of 
Approval  No.  160.027/79/0  dated  9  June 
1975.) 

Lifeboat  Davit 

Approval  No.  160.032/198/1,  type  SS 
2801  survival  capsule  launching  system 
(winch  type);  approved  as  an  alternate 
to  a  lifeboat  davit  for  a  maximum 
working  load  of  11,000  lbs.  on  a  single 
fall,  manufactured  by  Whittaker  Corp., 
5159  Baltimore  Drive,  La  Mesa,  CA 
92401,  effective  4  February  1980.  (It 
supersedes  Approval  No.  160.032/198/0 
dated  4  February  1975  to  provide  for 
minor  design  changes.) 

Approval  No.  160.032/213/2,  Type 
MIR/ 26  gravity  davit  and  launching 
cradle;  approved  for  a  maximum 
working  load  of  16,576  lbs.  per  set  (8,288 
lbs.  per  davit  head)  using  single-part 
falls,  manufactured  by  Watercraft 
America,  Inc.,  P.O.  Box  1130,  Edgewater, 
FL  32032,  effective  25  March  1980.  (It 
supersedes  Approval  No.  160.032/213/1 
dated  12  June  1978  to  show  load  change 
and  drawing  revisions.) 

Approval  No.  160.032/230/0,  Type 
3400  fixed  (outrigger)  gravity  davit; 
approved  for  a  maximum  working  load 
of  14,000  lbs.  using  a  single-part  fall, 
manufactured  by  Whittaker  Corp.,  5159 
Baltimore  Drive,  La  Mesa,  CA  92401, 
effective  19  March  1980. 

Approval  No.  160.032/231/0,  Type 
WP21/10.5  gravity  pivot  davit;  approved 
for  a  maximum  working  load  of  9,928 


lbs.  per  set  (4,964  lbs.  per  arm)  using 
single-part  falls,  manufactured  by 
Watercraft  America,  Inc.,  P.O.  Box  1130, 
Edgewater,  FL  32032,  effective  15 
January  1980. 

Approval  No.  160.032/232/0,  type  PL 
5001  fixed  (outrigger)  gravity  davit; 
approved  for  a  maximum  working  load 
of  18,000  lbs.  using  a  single-part  fall, 
manufactured  by  Whittaker  Corp.,  5159 
Baltimore  Drive,  La  Mesa,  CA  92041, 
effective  25  February  1980. 

Approval  No.  160.032/234/0,  Type 
WP-26  gravity  pivot  davit;  approved  for 
a  maximum  working  load  of  16,500  lbs. 
per  set  (8,250  lbs.  per  arm)  using  2-part 
falls,  manufactured  by  Watercraft 
America,  Inc.,  P.O.  Box  1130,  Edgewater, 
FL  32780,  effective  20  March  1980. 

Mechanical  Disengaging  Apparatus  (For 
Lifeboats) 

Approval  No.  160.033/39/4,  Rottmer 
Type  S-l  releasing  gear,  approved  for  a 
maximum  working  load  of  21,300  lbs.  per 
set  (10,650  lbs.  per  hook),  manufactured 
by  Marine  Safety  Equipment  Corp.,  Foot 
of  Wycoff  Road,  Farmingdale,  NJ  07727, 
elective  25  February  1980.  (It 
supersedes  Approval  No.  160.033/39/4 
dated  15  November  1977  to  show 
updated  drawing  list.) 

Approval  No.  160.033/67/0,  Whittaker 
disengaging  apparatus,  approved  for  a 
maximum  working  load  of  20,800  lbs., 
used  only  as  a  single  hook, 
manufactured  by  Whittaker  Corp.,  5159 
Baltimore  Drive,  La  Mesa  CA  92041, 
effective  6  March  1980. 

Lifeboat 

Approval  No.  160.035/286/4,  24.0'  X 
8.0'  X  3.5'  steel  oar  propelled  lifeboat,  40 
person  capacity,  manufactured  by 
Marine  Safety  Equipment  Corp.,  Foot  of 
Wycoff  Road,  Farmingdale,  NJ  07727, 
effective  11  April  1980.  (It  is  an 
extension  of  Approval  No.  160.035/286/4 
dated  11  April  1975.) 

Approval  No.  160.035/459/0,  26.0'  X 
9.0'  X  3.83'  fibrous  glass  reinforced 
plastic  (FRP),  oar-propelled  lifeboat,  53 
person  capacity,  manufactured  by 
Marine  Safety  Equipment  Corp.,  Foot  of 
Wycoff  Road,  Farmingdale,  NJ  07727, 
effective  11  April  1980.  (It  is  an 
extension  of  Approval  No.  160.035/459/0 
dated  11  April  1975.) 

Approval  No.  160.035/461/0,  26.0'  X 
9.0'  X  3.83'  fibrous  glass  reinforced 
plastic  (FRP),  hand-propelled  lifeboat,  53 
person  capacity,  manufactured  by 
Marine  Safety  Equipment  Corp., 'Foot  of 
Wycoff  Road,  Farmingdale,  NJ  07727, 
effective  11  April  1980.  (It  is  an 
extension  of  Approval  No.  160.035/461/0 
dated  11  April  1975.) 

Approval  No.  160.035/490/0,  25.74’  X 
9.0'  X  3.71'  fibrous  glass  reinforced 


plastic  lifeboat,  oar-propelled,  53  person 
capacity,  manufactured  by  Marine 
Safety  Equipment  Corp.,  Foot  of  Wycoff 
Road,  Farmingdale,  NJ  07727,  effective 
25  February  1980. 

Approval  No.  160.035/491/1,  25.74'  X 
9.0'  X  3.71'  fibrous  glass  reinforced 
plastic  lifeboat,  without  radio  cabin  or 
searchlight,  (Class  1),  48  person 
capacity,  with  Lister  ST-2  engine, 
manufactured  by  Marine  Safety 
Equipment  Corp.,  Foot  of  Wycoff  Road, 
Farmingdale,  NJ  07727,  effective  6  March 
1980.  (It  supersedes  Approval  No. 
160.035/491/0  dated  2  August  1979  to 
show  addition  of  Westerbeke  LB-40 
engine.) 

Approval  No.  160.035/495/0,  Model 
CA  3400, 19.0'  X  12.5’  X  4.54'  fibrous 
glass  reinforced  plastic  (FRP)  motor 
propelled,  totally  enclosed  survival 
capsule,  manufactured  by  Whittaker 
Corp.  5159  Baltimore  Drive,  La  Mesa, 

CA  92041,  effective  20  February  1980. 

Approval  No.  160.035/499/0,  25.74'  X 
9.0  X  3/71'  fibrous  glass  reinforced 
plastic  lifeboat,  hand-propelled,  53 
person  capacity,  manufactured  by 
Marine  Safety  Equipment  Corp.,  Foot  of 
Wycoff  Road,  Farmingdale,  NJ  07727, 
effective  25  February  1980. 

Hand  Orange  Smoke  Distress  Signal 

Approval  No.  160.037/12/0,  Bristol 
marine  hand  held  orange  smoke  distress 
signal,  manufactured  by  Standard 
Railway  Fusee  Corp.,  P.O.  Box  178, 
Boonton,  NJ  07005,  effective  18  March 
1980.  (It  is  an  extension  of  Approval  No. 
160.037/12/0  date  18  March  1975. 

Kapok  Buoyant  Cushions 

Approval  No.  160.048/264/0,  Special 
approval  for  15"  X  15"  X  2"  buoyant 
cushion,  Type  IV  PFD,  manufactured  by 
Kent  Sporting  Goods  Co.,  719  Orange 
Street,  Ashland,  OH  44805,  effective  17 
January  1980. 

Inflatable  Life  Raft 

Approval  No.  160.051 /l0l/0,  8  person 
inflatable  life  raft  with  boarding  ramp 
and  conventional  water  pockets, 
manufactured  by  Switlik  Parachute  Co., 
Inc.,  1325  East  State  Street,  Trenton,  NJ 
08607,  effective  5  July  1979. 

Unicellular  Plastic  Form  Life  Preserver 

Approval  No.  160.055/126/0,  Adult, 
Model  ILJ-100,  Type  I  PFD, 
manufactured  by  Stearns  Manufacturing 
Co.,  30th  and  Division  Streets,  P.O.  Box 
1498,  St.  Cloud,  MN  56301,  effective  13 
March  1980. 

Unicellular  Polyethylene  Buoyant  Vest 

Approval  No.  160.060/37/0,  Adult 
Universal,  Model  301,  Type  II  PFD, 
manufactured  by  Miltco  Products  Corp., 
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139  Emerson  Place,  Brooklyn,  NY  11205, 
effective  21  January  1980. 

Fishing  Tackle  Kit 

Approval  No.  160.061/4/2,  Model 
RSCF-182  emergency  fishing  tackle  kit, 
manufactured  by  Revere  Supply  Co., 

Inc.,  603-607  West  29th  Street,  New 
York,  NY  10002,  effective  29  November 
1979.  (It  supersedes  Approval  No. 
160.061/4/1  dated  15  February  1978  to 
show  revised  container  drawing.) 

Launching  Device  for  Life  Rafts 

Approval  No.  160.063./3/2,  Type  FR- 
50  (MK-1)  fixed-arm  launching  device 
with  Type  R-50H-1  (MK-1)  winch; 
approved  for  a  maximum  working  load 
of  5,000  lbs.  on  a  one-part  fall, 
manufactured  by  Marine  Safety 
Equipment  Corp.,  Foot  of  Wycoff  Road, 
Farmingdale,  NJ  07727,  effective  20 
March  1980.  (It  supersedes  Approval  No. 
160.063/3/1  dated  25  May  1978  to 
provide  for  brake  release  design 
revisions.) 

Approval  No.  160.063/5/0,  Type  FR-50 
(20/25)  fixed  arm-launching  device  with 
Type  R-50H-1  (MK-1)  winch;  approved 
for  a  maximum  working  load  of  5,000 
lbs.  on  a  one-part  fall,  manufactuted  by 
Marine  Safety  Equipment  Corp.,  Foot  of 
Wycoff  Road,  Farmingdale,  NJ  07727, 
effective  20  March  1980. 

Marine  Buoyant  Device 

Approval  No.  160.064/14/0, 18  ring 
buoy,  Model  A1820,  Type  IV  PFD, 
manufactured  by  Aquality,  Inc.,  8938 
Mason  Avenue,  Chatsworth,  CA  91311, 
effective  17  January  1980.  (It  supersedes 
Approval  No.  160.064/14/0  dated  8  June 

1978  to  show  change  in  ownership.) 
Approval  No.  160.064/226/0,  Adult, 

Model  No.  211-VF-17.5,  Type  II  PFD, 
manufactured  by  Gentex  Corp., 
Carbondale,  PA  18407,  effective  17  May 
1979.  (It  is  an  extension  of  Approval  No. 
160.064/226/0  dated  17  April  1974.) 

Approval  No.  160.064/327/1,  Adult  X- 
Small,  Model  VAXS,  Type  III  PFD, 
manufactured  by  Texas  Recreation 
Corp.,  Texas  Watercrafters  Division, 
P.O.  Drawer  539,  Wichita  Falls,  TX 
76307,  effective  21  January  1980.  (It 
supersedes  Approval  No.  160.064/327/0 
dated  26  January  1977  to  show  change  in 
size.) 

Approval  No.  160.064/573/0,  Adult 
Small,  Model  Skiguard,  Type  III  PFD, 
manufactured  by  Gentex  Corp., 
Carbondale,  PA  18407,  effective  17  May 

1979  (It  is  an  extension  of  Approval  No. 
160.064/573/0  dated  10  April  1974.) 

Approval  No.  160.064/649/0,  Adult 
Small,  Style  Seamaster,  Type  III  PFD, 
manufactured  by  Gentex  Corp., 
Carbondale,  PA  18407,  effective  17  May 


1979.  (It  is  an  extension  of  Approval  No. 
160.064/649/0  dated  24  April  1974.) 

Approval  No.  160.064/650/0,  Child 
Medium,  Style  Seamaster,  Type  III  PFD, 
manufactured  by  Gentex  Corp., 
Carbondale,  PA  18407,  effective  17  May 

1979.  (It  is  an  extention  of  Approval  No. 
160.064/650/0  dated  24  April  1974.) 

Approval  No.  160.064/775/0,  Adult, 
Model  No.  SSV-160,  Type  III  PFD, 
manufactured  by  Stearns  Manufacturing 
Co.,  30th  and  Division  Streets,  P.O.  Box 
1498,  St.  Cloud,  MN  56301,  effective  7 
January  1980.  (It  is  an  extension  of 
Approval  No.  160.064/775/0  dated  5 
December  1974.) 

Approval  No.  160.064/776/0,  Adult, 
Model  No.  SSV-165,  Type  III  PFD, 
manufactured  by  Stearns  Manufacturing 
Co.,  30th  and  Division  Streets,  P.O.  Box 
1498,  St.  Cloud,  MN  56301,  effective  7 
January  1980.  (It  is  an  extension  of 
Approval  No.  160.064/776/0  dated  5 
December  1974.) 

Approval  No.  160.064/1460/0,  Child 
(30  to  50  lbs.),  Model  No.  CTXS,  Type  III 
PFD,  manufactured  by  Taperpro  U.S.A., 
558  Library  Street,  San  Fernando,  CA 
91341,  effective  8  January  1980. 

Approval  No.  160.064 /l46l/0,  Youth 
Medium  (50  to  90  lbs.),  Model  No.  CTSS, 
Type  III  PFD,  manufactured  by  Taperpro 
U.S.A.,  558  Library  Street,  San 
Fernando,  CA  91341,  effective  8  January 

1980. 

Approval  No.  160.064/1462/0,  Adult  X- 
Small,  Model  No.  ATMS,  Type  III  PFD, 
manufactured  by  Taperpro  U.S.A.,  558 
Library  Street,  San  Fernando,  CA  91341, 
effective  8  January  1980. 

Approval  No.  160.064/1463/0,  Adult 
Small,  Model  No.  ATS,  Type  III  PFD. 
manufactured  by  Taperpro  U.S.A.,  558 
Library  Street,  San  Fernando,  CA  91341, 
effective  8  January  1980. 

Approval  No.  160.064/1464/0,  Adult 
Medium,  Model  No.  ATM,  Type  III  PFD, 
manufactured  by  Taperpro  U.S.A.,  558 
Library  Street,  San  Fernando,  CA  91341, 
effective  8  January  1980. 

Approval  No.  160.064/1465/0,  Adult 
Large,  Model  No.  ATL,  Type  III  PFD, 
manufactured  by  Taperpro  U.S.A.,  558 
Library  Street,  San  Fernando,  CA  91341, 
effective  8  January  1980. 

Approval  No.  160.064/1466/0,  Adult  X- 
Large,  Model  No.  ATXL,  Type  III  PFD, 
manufactured  by  Taperpro  U.S.A.,  558 
Library  Street,  San  Fernando,  CA  91341, 
effective  8  January  1980. 

Approval  No.  160.064/1638/0,  Youth 
(50  to  90  lbs.)  Model  No.  SSV-262,  Type 
III  PFD,  manufactured  by  Stearns 
Manufacturing  Co.,  P.O.  Box  1498,  St. 
Cloud,  MN  56301,  effective  17  January 
1980. 

Approval  No.  160.064/1639/0,  Adult  X- 
Small,  Model  No.  SSV-260,  Type  III  PFD, 
manufactured  by  Stearns  Manufacturing 


Co.,  P.O.  Box  1498,  St.  Cloud,  MN  56301, 
effective  17  January  1980. 

Approval  No.  160.064/1640/0,  Adult 
Small,  Model  No.  SSV-260,  Type  III  PFD. 
manufactured  by  Stearns  Manufacturing 
Co.,  P.O.  Box  1498,  St.  Cloud,  MN  56301, 
effective  17  January  1980. 

Approval  No.,  160.064/1641/0.  Adult 
Medium,  Model  No.  SSV-260,  Type  III 
PFD,  manufactured  by  Stearns 
Manufacturing  Co.,  P.O.  Box  1498,  St. 
Cloud,  MN  56301,  effective  17  January 
1980.  • 

Approval  No.  160.064/1642/0,  Adult 
Large,  Model  No.  SSV-260,  Type  III  PFD, 
manufactured  by  Stearns  Manufacturing 
Co.,  P.O.  Box  1498,  St.  Cloud,  MN  56301, 
effective  17  January  1980. 

Approval  No.  160.064/1643/0,  Adult  X- 
Large,  Model  No.  SSV-260,  Type  III  PFD, 
manufactured  by  Stearns  Manufacturing 
Co.,  P.O.  Box  1498,  St.  Cloud,  MN  56301, 
effective  17  January  1980. 

Approval  No.  160.064/1658/0,  Slimfit, 
Model  Nos.  707,  725,  726,  727,  750,  751, 
Type  III  PFD,  manufactured  by  Gentex 
Corp.,  Carbondale,  PA  18407,  effective 
17  January  1980. 

Approval  No.  160.064/1659/0,  Slimfit, 
Model  Nos.  730,  731,  740-742,  752,  760, 
772,  775,  776,  Type  III  PFD, 
manufactured  by  Gentex  Corp., 
Carbondale,  PA  18407,  effective  17 
January  1980. 

Approval  No.  160.064/1660/0,  Youth 
(50  to  90  lbs.),  Model  No.  2001,  Type  III 
PFD,  manufactured  by  H.  H.  Bremen 
Mfg.  Co.,  Inc.,  P.O.  Box  243,  Bremen,  IN 
46506,  effective  17  January  1980. 

Approval  No.  160.064/1661/0,  Adult 
Small,  Model  No.  2002,  Type  III  PFD, 
manufactured  by  H.  H.  Bremen  Mfg.  Co., 
Inc.,  P.O.  Box  243,  Bremen,  IN  46506, 
effective  17  January  1980. 

Approval  No.  160.064/1662/0,  Adult 
Medium,  Model  No.  2004,  Type  III  PFD, 
manufactured  by  H.  H.  Bremen  Mfg.  Co., 
Inc.,  P.O.  Box  243,  Bremen,  IN  46506, 
effective  17  January  1980. 

Approval  No.  160.064/1663/0,  Adult 
Large,  Model  No.  2005,  Type  III  PFD, 
manufactured  by  H.  H.  Bremen  Mfg.  Co., 
Inc.,  P.O.  Box  243,  Bremen,  IN  46506, 
effective  17  January  1980. 

Approval  No.  160.064/1664/0,  Adult  X- 
Large,  Model  No.  2006,  Type  III  PFD, 
manufactured  by  H.  H.  Bremen  Mfg.  Co., 
Inc.,  P.O.  Box  243,  Bremen,  IN  46506, 
effective  17  January  1980. 

Approval  No.  160.064/1672/0,  Adult 
Small,  Model  No.  2020,  Type  III  PFD, 
manufactured  by  Medalist  Water  Sports, 
11525  Sorrento  Valley  Road,  San  Diego, 
CA  92121,  effective  17  January  1980. 

Approval  No.  160.064/1675/0,  Adult  X- 
Small,  Model  No.  1040,  Type  III  PFD, 
manufactured  by  Medalist  Water  Sports, 
11525  Sorrento  Valley  Road,  San  Diego, 
CA  92121,  effective  17  January  1980. 


Federal  Register  /  Vol.  45,  No.  105  /  Thursday,  May  29,  1980  /  Notices 


36325 


Approval  No.  160.064/1693/0,  Adult 
Ladies-XS,  Model  No.  LVXS,  Type  III 
PFD,  manufactured  by  Texas  Recreation 
Corp.,  Texas'Watercrafters  Division, 

P.O.  Drawer  539,  Wichita  Falls,  TX 
76307,  effective  17  January  1980. 

Approval  No.  160.064/1725/0,  Adult 
Universal,  Model  No.  VN-5860,  Type  III 
PFD,  manufactured  by  Toyomenka 
(America),  Inc.,  Suite  4011,  One  World 
Trade  Center,  New  York,  NY  10048, 
effective  17  January  1980. 

Approval  No.  160.064/1739/0,  Pee 
Wee  (30  to  50  lbs.),  Model  No.  1015, 

Type  III  PFD,  manufactured  by  Medalist 
Water  Sports,  11525  Sorrento  Valley 
Road,  San  Diego,  CA  92121,  effective  17 
January  1980. 

Approval  No.  160.064/1740/0,  Youth 
(50  to  90  lbs.),  Model  No.  15,  Type  III 
PFD,  manfuactured  by  Medalist  Water 
Sports,  11525  Sorrento  Valley  Road,  San 
Diego,  CA  92121,  effective  17  January 
1980. 

Approval  No.  160.064/1741/0,  Adult 
Universal,  Model  No.  U-l,  Type  III  PFD, 
manufactured  by  Fabrionics,  Inc.,  P.O. 
Box  1061,  Tolono,  IL  61880,  effective  17 
January  1980. 

Approval  No.  160.064/1742/0,  Adult  X- 
Small,  Model  No.  SSV-101,  Type  III  PFD, 
manufactured  by  Steams  Manufacturing 
Co.,  30th  and  Division  Streets,  P.O.  Box 
1498,  St.  Cloud,  MN  56301,  effective  17 
January  1980. 

Approval  No.  160.064/1743/0,  Adult 
Small,  Model  No.  SSV-101,  Type  III  PFD 
manufactured  by  Stearns  Manufacturing 
Co.,  30th  and  Division  Streets,  P.O.  Box 
1498,  St.  Cloud,  MN  56301,  effective  17 
January  1980. 

Approval  No.  160.064/1744/0,  Adult 
Medium  Model  No.  SSV-101,  Type  III 
PFD  manufactured  by  Steams 
Manufacturing  Co.,  30th  and  Division 
Streets,  P.O.  Box  1498,  St.  Cloud,  MN 
56301,  effective  17  January  1980. 

Approval  No.  160.064/1743/0,  Adult 
Large,  Model  No.  SSV-101,  Type  III  PFD 
manufactured  by  Steams  Manufacturing 
Co.,  30th  and  Division  Streets,  P.O.  Box 
1498,  St.  Cloud,  MN  56301,  effective  17 
January  1980. 

Approval  No.  160.064/1746/0,  Adult  X- 
Large,  Model  No.  SSV-101,  Type  III  PFD 
manufactured  by  Steams  Manufacturing 
Co.,  30th  and  Division  Streets,  P.O.  Box 
1498,  St.  Cloud,  MN  56301,  effective  17 
January  1980. 

Approval  No.  160.064/1747/0,  Youth 
(50  to  90  lbs.),  Model  No.  YTP,  Type  II 
PFD,  manufactured  by  Taperpro  U.S.A., 
558  Library  Street,  San  Fernando,  CA 
91341,  effective  14  January  1980. 

Approval  No.  160.064/1748/0,  Child 
(30  to  50  lbs.),  Model  No.  CTP,  Type  II 
PFD,  manufactured  by  Taperpro  U.S.A., 
558  Library  Street,  San  Fernando,  CA 
91341,  effective  14  January  1980. 


Approval  No.  160.064/1749/0,  Infant 
(under  30  lbs.),  Model  No.  ITP,  Type 
PFD,  Manufactured  by  Taperpro  U.S.A., 
558  Library  Street,  San  Fernando,  CA 
91341,  effective  14  January  1980. 

Approval  No.  160.064/1750/0,  Pee 
Wee  (30  to  50  lbs.),  Model  No.  1042, 

Type  III  PFD,  manufactured  by  Medalist 
Water  Sports,  11525  Sorrento  Valley 
Road,  San  Diego,  CA  92121,  effective  17 
January  1980. 

Approval  No.  160.064/1751/0,  Youth 
(50  to  90  lbs.),  Model  No.  1042,  Type  III 
PFD,  manufactured  by  Medalist  Water 
Sports,  11525  Sorrento  Valley  Road,  San 
Diego,  CA  92121,  effective  17  January 
1980. 

Approval  No.  160.064/1752/0,  Adult  X- 
Small,  Model  No.  1042,  Type  III  PFD, 
manufactured  by  Medalist  Water  Sports, 
11525  Sorrento  Valley  Road,  San  Diego, 
CA  92121,  effective  17  January  1980. 

Approval  No.  160.064/1753/0,  Adult 
Small,  Model  No.  1042,  Type  III  PFD, 
manufactured  by  Medalist  Water  Sports, 
11525  Sorrento  Valley  Road,  San  Diego, 
CA  92121,  effective  17  January  1980. 

Approval  No.  160.064/1754/0,  Adult 
Medium  Model  No.  1042,  Type  III  PFD, 
manufactured  by  Medalist  Water  Sports, 
11525  Sorrento  Valley  Road,  San  Diego, 
CA  92121,  effective  17  January  1980. 

Approval  No.  160.064/1755/0,  Adult 
Small,  Model  No.  1042,  Type  III  PFD, 
manufactured  by  Medalist  Water  Sports, 
11525  Sorrento  Valley  Road,  San  Diego, 
CA  92121,  effective  17  January  1980. 

Approval  No.  160.064/1756/0,  Adult  X- 
Large, Model  No.  1042,  Type  III  PFD, 
manufactured  by  Medalist  Water  Sports, 
11525  Sorrento  Valley  Road,  San  Diego, 
CA  92121,  effective  17  January  1980. 

Approval  No.  160.064/1767/0,  Adult 
Small,  Model  No.  FV-9,  Type  III  PFD, 
manufactured  by  Gladding  Corp., 
Floatation  Division,  P.O.  Drawer  9038, 
Station  A,  Greenville,  SC  29604, 
effective  17  January  1980. 

Approval  No.  160.064/1768/0,  Adult 
Medium  Model  No.  FV-9,  Type  III  PFD, 
manufactured  by  Gladding  Corp., 
Floatation  Division,  P.O.  Drawer  9038, 
Station  A,  Greenville,  SC  29604, 
effective  17  January  1980. 

Approval  No.  160.064/1769/0,  Adult 
Large,  Model  No.  FV-9,  Type  III  PFD, 
manufactured  by  Gladding  Corp., 
Floatation  Division,  P.O.  Drawer  9038, 
Station  A,  Greenville,  SC  29604, 
effective  17  January  1980. 

Approval  No.  160.064/1770/0,  Adult  X- 
Large,  Model  No.  FV-9,  Type  III  PFD, 
manufactured  by  Gladding  Corp., 
Floatation  Division,  P.O.  Drawer  9038, 
Station  A,  Greenville,  SC  29604, 
effective  17  January  1980. 

Approval  No.  160.064/1771/0,  Adult 
Small/Medium,  Model  No.  SSV-113  or 
SSV-114,  Type  III  PFD,  manufactured  by 


Steams  Manufacturing  Co.,  P.O.  Box 
1498,  St.  Cloud,  MN  56301,  effective  17 
January  1980. 

Approval  No.  160.064/1772/0,  Adult 
Large/X-Large,  Model  No.  SSV-113  or 
SSV-114,  Type  III  PFD,  manufactured  by 
Steams  Manufacturing  Co.,  P.O.  Box 
1498,  St.  Cloud,  MN  56301,  effective  17 
January  1980. 

Approval  No.  160.064/1789/0, 15"  X 
15"  X  2%",  Model  MKF,  Type  IV  PFD, 
manufactured  by  Gladding  Corp., 
Floatation  Division,  P.O.  Drawer  9038, 
Station  A,  Greenville,  SC  29604, 
effective  17  January  1980. 

Approval  No.  160.064/1791/0, 16"  X 
16"  X  3V2",  Model  No.  BC-1,  Type  IV 
PFD,  manufactured  by  Fabrionics,  Inc., 
P.O.  Box  1061,  Tolono,  IL  61880,  effective 
17  January  1980. 

Exposure  Suit 

Approval  No.  160.071/1/1,  Adult, 
exposure  suit,  manufactured  by  Imperial 
Manufacturing  Corp.,  P.O.  Box  4119, 
Airport  Industrial  Park,  Bremerton,  WA 
98310,  effective  16  July  1979.  (It 
supersedes  Approval  No.  160.071/1/0 
dated  11  August  1977  to  show  alternate 
foot  valve. 

Floating  Electric  Waterlight 

Approval  No.  161.010/5/2,  Model 
S1307  Seamaster  Distress  Marker, 
floating  electric  waterlight, 
manufactured  by  Soderberg 
Manufacturing  Co.,  Inc.,  20821  Camier 
Road,  Walnut,  CA  91789,  effective  7 
January  1980.  (It  supersedes  Approval 
No.  161.010/5/1  dated  26  May  1976  to 
show  revision. 

Class  A  EPIRB 

Approval  No.  161.011/1/0,  Model  EB- 
2BW  Whaler  (P/N  750082),  Class  A, 
float  tree,  emergency  position  indicating 
radio  beacon,  manufactured  by  Martech, 
Inc.,  P.O.  Box  14070,  Fort  Lauderdale,  FL 
33302,  effective  22  January  1980.  (It  is  an 
extension  of  Approval  No.  161.011/1/0 
dated  7  January  1975.) 

Personal  Floatation  Device  Light 

Approval  No.  161.012/6/0,  Model  378- 
C  Incandescent  Personal  Light, 
manufactured  by  The  Guest  Corp.,  17 
Culbro  Drive,  West  Hartford,  CT  06110, 
effective  6  March  1980. 

Approval  No.  161.G12/7/0,  Model  450 
“Jim-Bouy”  PFD  light,  manufactured  by 
Cal-June,  Inc.,  P.O.  Box  9551,  North 
Hollywood,  CA  91609,  effective  25 
February  1980. 

Safety  Valve  (Power  Boilers) 

Approval  No.  162.001/216/1,  Style 
HNB-MS38  drum  pilot  actuated  valve, 
allow  steel  body,  maximum  pressure  of 
900  p.s.i.  maximum  temperature  1000 
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degrees  F.,  approved  for  sizes  IV2",  2", 
and  2  V2".  Maximum  pressure  of  800 
p.s.i.,  maximum  temperature  1000 
degrees  F.,  approved  for  size  3", 
manufactured  by  Crosby  Valve  and 
Gage  Co.,  45  Kendrick  Street, 

Wrentham,  MA  02093,  effective  22 
January  1980.  (It  supersedes  Approval 
No.  162.001/216/1  dated  8  November 
1979.) 

Pressure-Vacuum  Relief  Valve 

Approval  No.  162.017/84/0,  Model 
MV-250  pressure-vacuum  relief  valve, 
manufactured  by  J.M.  Huber  Corp., 
Staylite  dept.,  P.O.  Box  2871,  Borger,  TX 
79007,  effective  January  1980.  (It 
supersedes  Approval  No.  162.017/84/0 
dated  18  July  1975  to  reflect  change  in 
company  name.) 

Approval  No.  162.017/118/2, 

Waukesha  Bearings  Type  HS-M  venting 
valve,  pressure  setting  from  1.0  to  3.0 
p.s.i.g.  and  vacuum  settings  from  0.5  to 
1.0  p.s.i.g.  vacuum  are  acceptable;  sizes 
2V2",  3",  4",  6",  8",  and  10", 
manufactured  by  Waukesha  Bearings 
Corp.,  P.O.  Box  798,  Waukesha,  WI 
53186,  effective  6  March  1980.  (It 
supersedes  Approval  No.  162.017/118/1 
dated  20  July  1977  to  include  new  sizes 
and  materials  of  construction.) 

Approval  No.  162.017/122/0,  PRES- 
VAC  automatic  weight  loaded  pressure- 
vacuum  relief  valve,  Type  DA, 
acceptable  pressure  setttings  from  1  to  3 
p.s.i.g.;  vacuum  settings  from  0.5  to  1.0 
p.s.i.g.  vacuum  in  sizes  4",  8",  and  10", 
manufactures  by  PRES-VAC, 

Svanevang  3,  3450  Allerod,  Denmark, 
Effective  13  March  1980. 

Liquified  Compressed  Gas  Safety  Relief 
Valve 

Approval  No.  162.018/68/0,  Type  3106 
safety  relief  valve  for  liquified 
compressed  gas  service,  maximum  set 
pressure  of  300  p.s.i.  for  5",  6",  and  8" 
sizes,  manufactured  by  Midland 
Manufacturing  Corp.,  7733  Gross  Point 
Road,  Shokie,  IL  60076,  effective  7 
January  1980.  (It  supersedes  Approval 
No.  162.018/68/0  dated  25  October  1979 
to  include  interim  set  pressure.) 

Halon  1301  Fixed  Fire  Extinguishing 
System 

Approval  No.  162.029/3/0,  FiQuench 
Model  10-BC1301-M,  pre-engineered 
Halon  1301  extinguishing  system  unit, 
stored  pressure  type,  manufactured  by 
Fike  Metal  Products  Corp.,  704  South 
10th  Street,  Blue  Springs,  MO  64015, 
effective  13  July  1979.  (It  is  an  extension 
of  Approval  No.  162.029/3/0  dated  11 
April  1974.) 

Approval  No.  162.029/12/0,  Model 
FRX-3T,  pre-engineered  Halon  1211 
extinguishing  system  unit,  stored 


pressure  type,  manufactured  by  AD-X 
Corp.,  P.O.  Box  272,  Littleton,  CO  80160, 
effective  31  October  1979. 

Fixed  Fire  Extinguishing  Systems 

Approval  No.  162.029/13/0,  Size  10 
lbs.,  carbon  dioxide  marine  type  fire 
extinguishing  system,  manufactured  by 
Automatic  Sprinkler  Corp.  of  America, 
P.O.  Box  180, 1000  East  Edgerton  Road, 
Cleveland,  OH  44147,  effective  22 
January  1980. 

Approval  No.  162.029/14/0,  Size  15 
lbs.,  carbon  dioxide  marine  type  fire 
extinguishing  system,  manufactured  by 
Automatic  Sprinkler  Corp.  of  America, 
P.O.  Box  180, 1000  East  Edgerton  Road, 
Cleveland,  OH  44147,  effective  22 
January  1980. 

Approval  No.  162.029/15/0,  Size  20 
lbs.,  carbon  dioxide  marine  type  fire 
extinguishing  system,  manufactured  by 
Automatic  Sprinkler  Corp.  of  America, 
P.O.  Box  180, 1000  East  Edgerton  Road, 
Cleveland,  OH  44147,  effective  22 
January  1980. 

Approval  No.  162.029/16/0,  Size  25 
lbs.,  carbon  dioxide  marine  type  fire 
extinguishing  system,  manufactured  by 
Automatic  Sprinkler  Corp.  of  America, 
P.O.  Box  180, 1000  East  Edgerton  Road, 
Cleveland,  OH  44147,  effective  22 
January  1980. 

Approval  No.  162.029/17/0,  Size  35 
lbs.,  carbon  dioxide  marine  type  fire 
extinguishing  system,  manufactured  by 
Automatic  Sprinkler  Corp.  of  America, 
P.O.  Box  180, 1000  East  Edgerton  Road, 
Cleveland,  OH  44147,  effective  22 
January  1980. 

Approval  No.  162.029/18/0,  size  50 
lbs.,  carbon  dioxide  marine  type  fire 
extinguishing  system,  manufactured  by 
Automatic  Sprinkler  Corp.  of  America, 
P.O.  Box  180, 1000  East  Edgerton  Road, 
Cleveland,  OH  44147,  effective  22 
January  1980. 

Approval  No.  162.029/19/0,  Size  75 
lbs.,  carbon  dioxide  marine  type  fire 
extinguishing  system,  manufactured  by 
Automatic  Sprinkler  Corp.  of  America, 
P.O.  Box  180, 1000  East  Edgerton  Road, 
Cleveland,  OH  44147,  effective  22 
January  1980. 

Foam-Type  Fire  Extinguishing  Systems 

Approval  No.  162.033/13/0,  National 
Aer-O-Foam  marine  foam  fire 
extinguishing  systems  with  universal 
foam  liquids,  manufactured  by  National 
Foam  Systems,  Inc.,  150  Gordon  Drive, 
Lionville,  PA  19353,  effective  22  January 
1980.  (It  is  an  extension  of  Approval  No. 
182.033/13/0  dated  15  October  1974.) 

Carbon  Dioxide-Type  Fire  Extinguishing 
Systems 

Approval  No.  162.038/7/0,  C-O-Two 
carbon  dioxide  type  fire  extinguishing 


systems,  manufactured  by  the  Ansul 
Company,  Marinette,  Wisconsin  54143, 
effective  22  January  1980.  (It  is  an 
extension  of  Approval  No.  162.038/7/0 
dated  14  January  1975.) 

Backfire  Flame  Arrester  for  Gasoline 
Engines 

Approval  No.  162.041/190/4,  Barbron 
all  brass  flame  arresters  Model  No. 
suffixed  by  “B”  Barbron  all  aluminum 
flame  arresters.  Model  No.  suffixed  by 
“AA”  indicates  unit’s  size, 
manufactured  by  Barbron  Corp.,  14580 
Lesure  Avenue,  Detroit,  MI  48227, 
effective  13  February  1980.  (It 
supersedes  Approval  No.  162.041/190/4 
dated  1  August  1982  to  show 
modification  in  watershield  cover.) 

Approval  No.  162.041/195/0,  Facet 
Type  A175-64  backfire  flame  arrester; 
Facet  Type  A175-68  backfire  flame 
arrester,  manufactured  by  Fuel  Devices 
Division,  Facet  Enterprises,  Inc.,  696 
Hart  Avenue,  Detroit,  MI  48214,  effective 
13  February  1980.  (It  supersedes 
Approval  No.  162.041/195/0  dated  26 
April  1983  to  show  additional  Model 
Number.) 

Approval  No.  162.041/197/0,  Facet 
Type  A175-65  backfire  flame  arrester; 
Facet  Type  A175-67  backfire  flame 
arrester,  manufactured  by  Fuel  Devices 
Division,  Facet  Enterprises,  Inc.,  696 
Hart  Avenue,  Detroit,  MI  48214,  effective 
13  February  1980.  (It  supersedes 
Approval  No.  162.041/197/0  dated  26 
April  1983  to  show  additional  Model 
Number.) 

Approval  No.  162.041/203/0,  Barbron 
Model  91205,  size  9  inch  diameter,  BMW 
Model  1326895,  2  inches  high, 
manufactured  by  Barbron  Corp.,  14580 
Lesure  Avenue,  Detroit,  MI  48227, 
effective  27  July  1979. 

Cargo  Monitors 

Approval  No.  162.050/0325/1,  Cargo 
deballasting  meter,  Model  5E,  Type 
OTM 1411C.  Total  system  known  as 
Type  OTM-17,  includes  automatic 
calibration  device  (Model  “A”,  Type 
“ALL”,  automatic  injections  unit  AIU) 
and  “Bailetronic  Computer”  automatic 
recording  device,  manufactured  by 
Sasakura  Engineering  Co.,  Ltd.,  7-5 
Mitejima  6-Chrome,  Nishiyodogawa-Ku, 
Osaka  555,  Japan,  effective  9  January 
1980. 

Deck  Covering 

Approval  No.  164.006/50/0,  “Insulite 
1”,  perlite  aggregate  exychloride  cement 
deck  covering,  manufactured  by  E.H. 
O’Neil  Co.,  Inc.,  5515  Belair  Road, 
Baltimore,  MD  21208,  effective  14 
February  1960.  (It  supersedes  Approval 
No.  164.006/50/0  dated  4  November  1974 
to  show  change  in  name  of  product.) 
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Approval  No.  164.006/52/0,  “Selbalith 
7K-FR”  magnesium  oxychloride  cement 
type  deck  covering,  manufactured  by 
Selby  Battersby  and  Co.,  5220  Whitby 
Avenue,  Philadelphia,  PA  19143, 
effective  7  January  1980.  (It  is  an 
extension  of  Approval  No.  164.006/52/0 
dated  30  December  1969.) 

Bulkhead  Panel 

Approval  No.  164.008/34/1,  E.F. 
Hauserman’s  "Double  Wall”  marine 
bulkhead  panel  system,  manufactured 
by  the  E.F.  Hauserman  Co.,  5711  Grand 
Avenue,  Cleveland,  OH  44105,  effective 
10  December  1979.  (It  is  an  extension  of 
Approval  No.  164.008/64/1  dated  14 
November  1974.) 

Noncombustible  Material 

Approval  No.  164.009/164/1,  Marine 
veneer,  unperforated,  Inorganic  heavy 
density  sheets,  manufactured  by  Johns- 
Manville  Sales  Corp„  Denver,  Colorado 
80217,  effective  12  December  1979.  (It  is 
a  reinstatement  of  Approval  No. 
164.009/164/0  terminated  25  May  1978 
as  requested  by  manufacturer.) 

Approval  No.  164.009/211/0,  Conwed 
Type  061,  ceramic  panels  manufactured 
by  Conwed  Corp.,  332  Minnesota  Street, 
P.O.  Box  43237,  St.  Paul,  MN  55164, 
effective  13  July  1979.  (It  supersedes 
Approval  No.  164.009/212/0  dated  14 
May  1979  to  correct  model  type.) 

Interior  Finish 

Approval  No.  164.012/29/0,  Type  604 
melamine  laminate,  manufactured  by 
Ralph  Wilson  Plastics  Co.,  600  General 
Drive,  Temple,  TX  76501,  effective  17 
March  1980.  (It  supersedes  Approval  No. 
164.012/29/0  to  correct  name  and  add 
remarks.) 

Approval  No.  164.012/30/0,  Type  607 
melamine  laminate,  manufactured  by 
Ralph  Wilson  Plastics  Co.,  600  General 
Drive,  Temple,  TX  76501,  effective  17 
March  1980.  (It  supersedes  Approval  No. 
164.012/30/0  to  correct  name  and  add 
remarks.) 

Approval  No.  164.012/41/0,  No.  332 
perforated  glass  fabric,  manufactured  by 
KWS  Co.,  Ill  North  Mines  Road, 
Livermore,  CA  94550,  effective  20 
February  1980. 

Approval  No.  164.012/46/0,  Type  264 
plastic  laminate,  manufactured  by  Ralph 
Wilson  Plastics  Co.,  600  General  Drive, 
Temple,  TX  76501,  effective  17  March 
1980. 

Retroreflective  Material 

Approval  No.  164.018/1/0,  Type  1, 
"SCOTCHLITE”  Brand  Reflective 
Sheeting,  SOLAS  Grade,  3150  (Adhesive 
Type)  and  6750  (Fabric  backed,  sewable 
Type),  manufactured  by  Minnesota 
Mining  and  Mfg.  Co.  (3-M),  Safety  and 


Security  Systems  Division,  3M  Center, 
209-S31,  St.  Paul,  MN  55101,  effective  25 
February  1980.  (It  supersedes  Approval 
No.  164.018/1/0  dated  10  December  1979 
to  show  unlimited  approval  for 
adhesive.) 

W.D.  Markle,  Jr., 

Captain,  U.S.  Coast  Guard,  Acting  Chief, 
Office  of  Merchant  Marine  Safety. 

[FR.  Doc.  80-16169  Filed  5-28-80;  8:45  am] 

BILLING  CODE  4910-14-M 


[CGD  80-39a] 

Equipment,  Construction,  and 
Materials 

AGENCY:  Coast  Guard,  DOT. 

ACTION:  Termination  of  approval  notice. 

1.  Certain  laws  and  regulations  (46 
CFR  Chapter  1)  require  that  various 
items  of  lifesaving,  firefighting  and 
miscellaneous  equipment,  construction, 
and  materials  used  on  board  vessels 
subject  to  Coast  Guard  inspection,  on 
certain  motorboats  and  other 
recreational  vessels,  and  on  the  artifical 
islands  and  fixed  structures  on  the  outer 
Continental  Shelf  be  of  the  types 
approved  by  the  Commandant,  U.S. 
Coast  Guard.  The  purpose  of  this 
document  is  to  notify  all  interested 
persons  that  certain  approvals  have 
been  terminated  as  herein  described 
during  the  period  from  7  May  1979  to  7 
January  1980  (List  No.  1-80).  These 
actions  were  taken  in  accordance  with 
the  procedures  set  forth  in  46  CFR  2.75-1 
to  2.75-50. 

2.  The  statutory  authority  for 
equipment,  construction,  and  material 
approvals  is  generally  set  forth  in 
sections  367,  375,  390b,  416,  481,  489, 

526p,  and  1333  of  Title  46,  United  States 
Code,  section  1333  of  Title  43,  United 
States  Code,  and  section  198  of  Title  50, 
United  States  Code.  The  Secretary  of 
Transportation  has  delegated  authority 
to  the  Commandant,  U.S.  Coast  Guard 
with  respect  to  these  approvals  (46  CFR 
1.46(b)).  The  specifications  prescribed  by 
the  Commandant,  U.S.  Coast  Guard,  for 
certain  types  of  equipment  construction, 
and  materials  are  set  forth  in  46  CFR 
Parts  180  to  164. 

3.  Notwithstanding  the  termination  of 
approval  listed  in  this  document,  the 
equipment  affected  may  be  used  as  long 
as  it  remains  in  good  and  serviceable 
condition. 

Kapok  Life  Preserver 

Approval  No.  160.002/88/0,  Model  3, 
Adult  kapok  life  preserver.  Type  I  PFD, 
manufactured  by  Noble  Products  Co., 
Box  327,  Caldwell,  OH  43724,  no  longer 
manufacturers  certain  kapok  life 
preserver  and  Approval  No.  160.002/88 / 


0  dated  5  August  1974  was  therefore 
termianted,  effective  22  January  1980. 

Approval  No.  160.002/89/0,  Model  5, 
Child  kapok  life  preserver,  Type  I  PFD, 
manufactured  by  Noble  Products  Co., 

Box  327,  Caldwell,  OH  43724,  no  longer 
manufacturers  certain  kapok  life 
preserver  and  Approval  No.  160.002/89/ 

0  dated  5  August  1974  was  therefore 
termianted,  effective  22  January  1980. 

Lifeboat  Davit 

Approval  No.  160.032/199/1,  type  SS 
1404  small  survival  capsule  launching 
system  (winch  type);  approved  as  an 
alternate  to  a  lifeboat  davit  for  a 
maximum  working  load  of  6,000  lbs.  on  a 
single  fall,  manufactured  by  Whittaker 
Corp.,  5159  Baltimore  Drive,  La  Mesa, 

CA  92041,  Approval  No.  160.032/199/1 
dated  7  March  1975  was  terminated 
effective  17  January  1980.  , 

Inflatable  Life  Raft 

Approval  No.  160.051/62/0,  Inflatable 
life  raft,  10  person  capacity, 
manufactured  by  B.F.  Goodrich, 
Engineered  Systems  Co.,  Union  WV 
24983,  no  longer  manufacturers  certain 
inflatable  life  raft  and  Approval  No. 
160.051/62/0  dated  1  April  1975  was 
therefore  terminated,  effective  20 
February  1980. 

First  Aid  Kit  for  Inflatable  Life  Raft 

Approval  No.  160.054/4/1,  Model  M-3 
first  aid  kit  for  inflatable  life  rafts, 
manufactured  by  E.  D.  Bullard  Co.,  2680 
Bridgeway,  Sausalito,  CA  94965, 
Approval  No.  160.054/4/1  dated  3 
September  1974  was  terminated 
effective  22  January  1980. 

Special  Purpose  Water  Safety  Buoyant 
Device 

Approval  No.  160.064/591/0,  Adult 
Medium,  Model  No.  SKV-2,  Type  III 
PFD,  manufactured  by  Nova  Products, 
Inc.,  205  Johnson  Avenue,  Carrollton, 

GA  30117,  Approval  No.  160.064/591/0 
dated  8  October  1974  was  terminated 
effective  22  January  1980. 

Approval  No.  160.064/592/0,  Adult 
Large,  Model  No.  SKV-3,  Type  III  PFD, 
manufactured  by  Nova  Products,  Inc., 

205  Johnson  Avenue,  Carrollton,  GA 
30117,  Approval  No.  160.064/592/0  dated 
8  October  1974  was  terminated  effective 
22  January  1980. 

Approval  No.  160.064/593/0,  Adult  X- 
Large,  Model  No.  SKV-4,  Type  III  PFD, 
manufactured  by  Nova  Products,  Inc., 
205  Johnson  Avenue,  Carrollton,  GA 
30117,  Approval  No.  160.064/593/0  dated 
8  October  1974  was  terminated  effective 
22  January  1980. 
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Marine  Buoyant  Device 

Approval  No.  160.064/1708/0,  Child 
(30  to  50  lbs.),  Model  No.  100,  Type  III 
PFD,  manufactured  by  Solor  Sports, 

15005  58th  Lane,  N.E.,  Bothell,  WA 
98011,  Approval  No.  160.064/1708/0 
dated  10  October  1979  was  terminated 
effective  22  January  1980. 

Approval  No.  160.064/1709/0,  Youth 
(50  to  90  lbs.),  Model  No.  100,  Type  III 
PFD,  manufactured  by  Solor  Sports, 

15005  58th  Lane,  N.E.,  Bothell,  WA 
98011,  Approval  No.  160.064/1709/0 
dated  10  October  1979  was  terminated 
effective  22  January  1980. 

Approval  No.  160.064/1710/0,  Adult  X- 
Small,  Model  No.  100,  Type  III  PFD, 
manufactured  by  Solor  Sports,  15005 
58th  Lane,  N.E.,  Bothell,  WA  98011, 
Approval  No.  160.064/1710/0  dated  10 
October  1979  was  terminated  effective 
22  January  1980. 

Approval  No.  160.064/1711/0,  Adult 
Small,  Model  No.  100,  Type  III  PFD, 
manufactured  by  Solor  Sports,  15005 
58th  Lane,  N.E.,  Bothell,  WA  98011, 
Approval  No.  160.064/1711/0  dated  10 
October  1979  was  terminated  effective 
22  January  1980. 

Approval  No.  160.064/1712/0,  Adult 
Medium,  Model  No.  100,  Type  III  PFD, 
manufactured  by  Solor  Sports,  15005 
58th  Lane,  N.E.,  Bothell,  WA  98011, 
Approval  No.  160.064/1712/0  dated  10 
October  1979  was  terminated  effective 
22  January  1980. 

Approval  No.  160.064/1713/0,  Adult 
Large,  Model  No.  100,  Type  III  PFD, 
manufactured  by  Solor  Sports,  15005 
58th  Lane,  N.E.,  Bothell,  WA  98011, 
Approval  No.  160.064/1713/0  dated  10 
October  1979  was  terminated  effective 
22  January  1980. 

Approval  No.  160.064/1714/0,  Adult  X- 
Large,  Model  No.  100,  Type  III  PFD, 
manufactured  by  Solor  Sports,  15005 
58th  Lane,  N.E.,  Bothell,  WA  98011, 
Approval  No.  160.064/1714/0  dated  10 
October  1979  was  terminated  effective 
22  January  1980. 

Safety  Valve  (Power  Boilers) 

Approval  No.  162.001/220/0,  Type 
1910FC,  consolidated  safety  valve,  steel 
body,  300  p.s.i.,  450  degrees  F., 
manufactured  by  DRESSER,  Industrial 
Valve  and  Instrument  Division,  P.O.  Box 
1430,  Alexandria,  LA  71301,  Approval 
No.  162.001/220/0  dated  8  November 
1974  was  terminated  effective  31  March 
1980. 

Approval  No.  162.001/221/1,  Style 
HNB-MS-27  drum  pilot  actuated  safety 
valve,  maximum  pressure  of  600  p.s.i., 
maximum  temperature  of  900  degrees  F., 
approved  for  sizes  lVa",  2",  ZVi',  and  3", 
manufactured  by  Crosby  Valve  and 
Gage  Co.,  45  Kendrick  Street, 


Wrentham,  MA  02093,  Approval  No. 
162.001/221/1  dated  7  January  1980  was 
terminated  effective  2  April  1980. 

Approval  No.  162.001/262/0,  Type 
1910  GC  consolidated  safety  relief  valve, 
manufactured  by  DRESSER,  Industrial 
Valve  and  Instrument  Division,  P.O.  Box 
1430,  Alexandria,  LA  71301,  Approval 
No.  162.001/262/0  dated  21  October  1975 
was  terminated  effective  31  March  1980. 

Approval  No.  162.001/294/0,  Safety 
valve  Type  1905,  L  orifice,  maxmium 
pressure  235  p.s.i.g.,  maximum 
temperature  450  degrees  p.s.i.g., 
manufactured  by  DRESSER,  Industrial 
Valve  and  Instrument  Division,  P.O.  Box 
1430,  Alexandria,  LA  71301,  Approval 
No.  162.001/294/0  dated  24  June  1976 
was  terminated  effective  31  March  1980. 

Approval  No.  162.001/295/0,  Safety 
valve  Type  1905,  P  orifice,  maxmium 
pressure  235  p.s.i.g.,  maximum 
temperature  450  degrees  p.s.i.g., 
manufactured  by  DRESSER,  Industrial 
Valve  and  Instrument  Division,  P.O.  Box 
1430,  Alexandria,  LA  71301,  Approval 
No.  162.001/295/0  dated  24  June  1976 
was  terminated  effective  31  March  1980. 

Bromotrifluoromethane  Type  Fire 
Extinguishing  Systems 

Approval  No.  162.035/1/1,  Kidde 
Bromotrifluoromethane  (CBrF3)  fire 
extinguishing  system  for  Hydrofoil 
Craft,  manufactured  by  Walter  Kidde 
and  Co.,  Inc.,  Belleville,  New  Jersey 
07109,  Approval  No.  162.035/1/1  dated 
12  November  1974  was  terminated 
effective  22  January  1980. 

Deck  Covering 

Approval  No.  164.006/17/1,  Kompolite 
Plastic  Composition  Flooring  magnesite 
type  deck  covering,  manufactured  by 
Weatherguard/Marbleloid  Products, 

Inc.,  2515  Newbold  Avenue,  Bronx,  NY 
10462,  Approval  No.  164.006/17/1  dated 
6  June  1979  was  terminated  effective  31 
March  1980. 

Approval  No.  164.006/38/1, 

Marbleloid,  magnesite  type  deck 
covering,  manufactured  by 
Weatherguard/Marbleloid  Products, 

Inc.,  2515  Newbold  Avenue,  Bronx,  NY 
10462,  Approval  No.  164.006/38/1  dated 
6  June  1979  was  terminated  effective  31 
March  1980. 

Structural  Insulation 

Approval  No.  164.007/31/1,  “Cafco 
Blaze  Shield  Type  DC/F”,  sprayed  fiber 
type  structural  insulation,  manufactured 
by  United  States  Mineral  Products  Co., 
Stanhope,  New  Jersey  07874,  Approval 
No.  164.007/31/1  dated  10  June  1974  was 
terminated  effective  22  January  1980. 

Approval  No.  164.007/47/1,  “Cafco 
Deck-Shield  DC/F”,  sprayed  fiber  type 
structural  insulation,  manufactured  by 


United  States  Mineral  Products  Co., 
Stanhope,  New  Jersey  07874,  Approval 
No.  164.007/47/0  dated  10  June  1974  was 
terminated  effective  22  January  1980. 

Bulkhead  Panel 

Approval  No.  164.008/15/1,  Marine 
Veneer,  an  inorganic  heavy  density 
panel,  manufactured  by  Johns-Manville 
Sales  Corp.,  Denver,  Colorado  80217, 
Approval  No.  164.008/15/1  dated  7  May 
1974  was  terminated  effective  22 
January  1980. 

Approval  No.  164.08/56/1,  Cape 
Boards  and  Panels  Ltd.  bulkhead  panel 
“U.K.  Marinite-36”,  manufactured  by 
Cape  Boards  and  Panels  Limited,  Cape 
Universal  House  Exchange  Road, 

Watford  Herts,  England,  Approval  No. 
164.008/56/1  dated  11  September  1974 
was  terminated  effective  22  January 
1980. 

Approval  No.  164.008/62/1,  Cape 
Boards  and  Panels  Ltd.  bulkhead  panel 
“U.K.  Marinite-45”,  manufactured  by 
Cape  Boards  and  Panels  Limited,  Cape 
Universa;  House  Exchange  Road, 
Watford  Herts,  England,  Approval  No. 
164.008/62/1  dated  11  September  1974 
was  terminated  effective  22  January 
1980. 

Approval  No.  164.008/72/0,  "Firewall 
Asbestos  Ships  Board”  bulkhead  panel, 
manufactured  by  TAC  Construction 
Materials  Ltd.,  Building  and  Insulation 
Division,  P.O.  Box  22,  Trafford  Park, 
Manchester  M17 1RU,  England, 

Approval  Number  164.008/72/0  dated  15 
October  1974  was  terminated  effective 
31  March  1980. 

Incombustible  Material 

Approval  No.  164.009/16/1,  “No.  100 
Ultralite  MC  Insulation",  glass  wool 
insulation  type  incombustible  material, 
manufactured  by  Certain-Teed  Products 
Corp.,  CSG  Group,  Suite  610, 1627  K  St. 
NW,  Washington,  D.C.  20006,  Approval 
No.  164.009/16/1  dated  5  November  1974 
was  terminated  22  January  1980. 

Approval  No.  164.009/23/0,  “No.  75 
Ultralite  MC  Insulation”,  glass  wool 
insulation  type  incombustible  material, 
manufactured  by  Certain-Teed  Products 
Corp.,  CSG  Group,  Suite  610, 1627  K  St. 
NW,  Washington,  D.C.  20006,  Approval 
No.  164.009/23/0  dated  5  November  1974 
was  terminated  22  January  1980. 

Approval  No.  164.009/24/0,  “No.  150 
Ultralite  MC  Insulation”,  glass  wool 
insulation  type  incombustible  material, 
manufactured  by  Certain-Teed  Products 
Corp.,  CSG  Group,  Suite  610, 1627  K  St. 
NW,  Washington,  D.C.  20006,  Approval 
No.  164.009/24/0  dated  5  November  1974 
was  terminated  22  January  1980. 

Approval  No.  164.009/31/1,  “Johns- 
Manville  Marine  Acoustical  Unit”, 
incombustible  material,  manufactured 
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by  Johns-Manville  Sales  Corp.,  Denver, 

Colorado  80217,  Approval  No.  164.009/ 

31/1  dated  19  December  1974  was 
terminated  effective  22  January  1980. 

Approval  No.  164.009/61/0,  “Cafco 
Heat-shield”,  sprayed  asbestos  fiber 
type  incombustible  material, 
manufactured  by  United  States  Mineral 
Products  Co.,  Stanhope,  New  Jersey 
07874,  Approval  No.  164.009/61/0  dated 
11  April  1975  was  terminated  effective 
22  January  1980. 

Approval  No.  164.009/62/0,  "Cafco 
Blaze-Shield  type  H”,  sprayed  asbestos 
fiber  type  incombustible  material, 
manufactured  by  United  States  Mineral 
Products  Co.,  Stanhope,  New  Jersey 
07874,  Approval  No.  164.009/62/0  dated 
11  April  1975  was  terminated  effective 
22  January  1980. 

Approval  No.  164.009/82/2,  "Ultrafine 
CG 1  through  CG  7,  fibrous  glass  type 
incombustible  material,  manufactured 
by  Certain-Teed  Products  Corp.,  CSG 
Group,  Suite  610, 1627  K  St.  NW, 

Washington,  D.C.  20006,  Approval  No. 

164.009/82/2  dated  16  December  1974 
was  terminated  effective  22  January 
1980. 

Approval  No.  164.009/126/0,  “Reef 
Hullboard”  fibrous  glass  cloth  faced 
thermal  insulation  board  type 
incombustible  material,  manufactured 

by  New  Orleans  Division  of  Shook  and  « 

Fletcher  Insulation  Co.,  4735  River  Road, 

P.O.  Box  10564,  Jefferson,  LA  70181, 

Approval  No.  164.009/126/0  dated  7  May 
1974  was  terminated  effective  31  May 
1980. 

W.  D.  Markle,  Jr., 

Captain,  U.S.  Coast  Guard,  Acting  Chief, 

Office  of  Merchant  Marine  Safety. 
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